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Erratum in the i6th Volume of thefe Tranfedlion?. 

In the Plate of Captain William Bolton's new-invented Machine for 
drawing Bolts iri and out of Ships, the Reader is requefted to correft 
a miftaice that has arifen in a great degree from the parts being wrong 
lettered : for the Conductor or Steel Bar, marked in the Plate N, fljould 
liave bean L ; and the Bolt with the Male Screw (i) (liould have 
been marked (N), and the large Male Screw at the other end of the 
Bolt omitted. 



